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MEMORANDUM FOR THR RECORD 


SUBJECT +t Briefing By On Status Of 
Aero Hedi, PPO reonal Equipment 


le The following people were in attendance: 


et [4 
Mrs. sail 


26 reviewed the evacuation plan which will be put 
into ef ee anceeee of serious injury to contractor or Air Force 
personnel. The ove avatlable[ ss 
discussed. Ge 


36 Problems in the personal equipment area which are being worked 
in include the following: 


A, Onygen Consumption 


Studies have been undertaken at the Firewel Company to 
determine oxygen consumption as a result of exercise in an 
effort. to account for the increased consumption rates being 
experienced by the pilots while flying vs. their altitude 
chamber runs. One possible explanation might be in the 
fact that wo have switched from goft seated valves to hard 
seated vaives. A double face seal may ultimately be 
necessary to solve this problem. 


Be Suit Mounted Altimeter 


A decision to authorise this item is being held up 
pending further investigation. 


fff Cy Heated Visor vs. Reflection 


eer a et 


ED One watt per square centimeter is required to keep tha 
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visor clear at extremly cold temperatures. Our present 
gold coating of the visor only gives .07 watt per square 
sentimeter. If additional gold coating is applied the 
reflection problem is greatly increased, The David Clark 
Gompany is investigating several different. approaches to 
this problem. 


D. Personal Equipment Ven 


If another van is ordered the possibility of ordering 
two siiall wanes that could be attached should be investigated. 
This would enhance expeditious moving of the vans. ‘The 
present van requires a C-130 alroraft for airlift. 


Be. Ejection Seat System 


it is understood that if the primary ejection scat syetem 
fails to function properly the plict has no alternate systen 
of saeape other than over the side after manually removing 
the canopy. [_________—_|wil. follow up on this. 


Distributiont 
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